To:  Press[Press@epa.gov] 

Cc:  Wharton,  Steve  [Wharton.  Steve@epa.gov] 

From:  Schmittdiel,  Paula 

Sent:  Wed  8/1 2/2015  8:48: 1 5 PM 

Subject:  FW:  Gold  King  Mine 


Paula  Schmittdiel 
Remedial  Project  Manager 
U.S.  Environmental  Protection  Agency 
1595  Wynkoop  St. 

Denver,  CO  80202 
Office:  303-312-6861 
Fax:  303-312-7151 
Cell:  720-951-0795 


From:  Michael  Bastasch  [mailto:mike@dailycallernewsfoundation.org] 
Sent:  Wednesday,  August  12,  2015  2:43  PM 
To:  Schmittdiel,  Paula 
Subject:  Gold  King  Mine 


Hi  Paula, 


I'm  a DC-based  reporter  covering  the  Colorado  mine  spill.  1 just  had  a question  about  the  contractor  EPA  was  using  to  plug 
southern  Colorado  mines.  What  contractor  was  being  used  to  plug  the  mines?  Please  let  me  know  ASAP.  Thanks! 


Best, 


Mike 
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Michael  Bastasch 


Daily  Caller  News  Foundation 
(202)  463-5058 
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